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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 227202 
ORIGIN ERDA-07 

INFO OCT-OI EUR-I2 ISO-00 FEA-01 AID-05 CEA-01 CIAE-00 
COME-00 DODE-00 EB-08 FPC-01 H-02 INR-07 INT-05 
L-03 NSAE-00 NSC-05 OMB-OI PM-05 USIA-15 OES-07 
SP-02 SS-15 STR-05 TRSE-00 ACDA-10 PA-02 PRS-01 
/121 R 

DRAFTED BY USERDA:AIA:PFRANK:CKG 
APPROVED BY OES/NET:MPROCHNIK 
USERDA:AIA:JVANDERRYN 
EB/ORF/FSE - D HICKEY 
EUR/RPE - K STOCKER 

073286 221044Z/2I 

R2I2120ZSEP 77 
FM SECSTATE WASHDC 
TO AMEMBASSY PARIS 

UNCLAS STATE 227202 

USOECD 

E.O. 11652: N/A 

TAGS:ENRG, TECH 

SUBJECT:IEA IMPLEMENTING AGREEMENT ON WIND ENERGY CONVER- 
SION SYSTEMS 

1 . USERDA (OR DEPARTMENT OE ENERGY), FOR AND ON BEHALF OF 
U.S. GOVERNMENT, WILL SIGN SUBJECT AGREEMENT, INCLUDING 
FOUR ANNEXES AS CONTRACTING PARTY, DURING lEA MINISTERIAL 
MEETING, OCTOBER 5-6, 1977. FURTHER, USERDA ACCEPTS RE- 
SPONSIBILITIES OF OPERATING AGENT FOR ANNEX II. 

2. SIGNATURE ASSUMES REVISIONS MADE TO DRAFT TEXT AS OUT- 
LINED ON 9/2/77 CABLE THIS SUBJECT. VANCE 
UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: AGREEMENTS, AGREEMENT DRAFT, ENERGY, TREATY SIGNATURE, MINISTERIAL MEETINGS 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 21 -Sep-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1 977STATE227202 

Document Source: CORE 

Document Unique ID: 00 

Drafter: AIA:PFRANK:CKG 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770344-1178 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770937/aaaabfbl.tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: b1177240-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN ERDA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 09-Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1183821 
Secure: OPEN 
Status: NATIVE 

Subject: lEA IMPLEMENTING AGREEMENT ON WIND ENERGY CONVER- SION SYSTEMS 
TAGS: ENRG, TECH, US 
To: PARIS USOECD 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/b1f77240-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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